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The Homer G. Phillips Hospital is devoted 
exclusively to the treatment of indigent colored 
sick and injured. Total bed capacity 685. The 
hospital consists of five main buildings: 
ice building, Administration Building, N< 
Ward Building, South Ward Building, Nu 
Home and Training School, with attached a] 
ments for the Medical Director and Superil 
dent. Cost $3,100,000; area occupied, 

4 Vi acres. 
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HOMER G. PHILLIPS HOSPITAL (FOR COLORED), ST^LOUIS, MO.-4 
















